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REGULATION  OF  FUELS  AND  FUEL 
ADDITIVES 

Lead  and  Phosphorus  Additives  in 
Motor  Vehicle  Gasoline 

On  January  30, 1971,  advance  notice  of 
proposed  rule  making  was  published  in 
the  Fedekal  Register  (36  F.R.  1486)  to 
inform  the  public  that  the  Agency,  in 
accordance  with  the  requirements  of  sec¬ 
tion  '  11  of  the  Clean  Air  Act,  as  amended 
(42  U.S.C.  1857  et  seq.),  was  considering 
available  relevant  scientific,  medical,  eco¬ 
nomic,  and  technological  data  concern¬ 
ing  the  use  of  lead  additives  in  motor  ve¬ 
hicle  gasolines,  with  the  intention  of 
proposing  controls  or  prohibitions  on  the 
use  of  those  additives  on  the  earliest  date 
possible. 

After  considering  available  scientific 
and  economic  data,  including  a  cost- 
benefit  analysis  comparing  motor  vehicle 
emission  control  devices  or  systems  which 
are  or  will  be  in  general  use  and  require 
control  or  prohibition  of  lead  additives 
in  gasolines  with  emission  control  devices 
or  systems  which  are  or  will  be  in  gen¬ 
eral  use  and  do  not  require  such  control 
or  prohibition  of  those  additives,  the 
Administrator  has  determined  that  emis¬ 
sion  products  of  lead  additives  will  im¬ 
pair  to  a  significant  degree  the  perform¬ 
ance  of  emission  control  systems  that 
include  catalytic  converters  which  motor 
vehicle  manufacturers  are  developing  to 
meet  1975-76  motor  vehicle  emission 
standards  and  are  likely  to  be  in  general 
use  if  lead  additives  are  controlled  or  pro¬ 
hibited  for  use  in  certain  motor  vehicle 
gasolines.  The  same  considerations  were 
given,  and  the  same  determination  was 
made  regarding  the  use  of  phosphorus - 
containing  additives  in  motor  vehicle 
gasolines. 

Therefore,  it  is  proposed  to  provide  for 
general  availability  by  July  1,  1974,  of 
essentially  lead-free  and  phosphorus- 
free  gasolines  of  an  octane  quality  suit¬ 
able  for  1975  and  subsequent  model  year 
light-duty  vehicles.  Copies  of  the  cost- 
benefit  analysis  referred  to  above,  en¬ 
titled  Aerospace  Report,  PB-205-981,  are 
available  for  $4.50  each  from  National 
Technical  Information  Service,  Depart¬ 
ment  of  Commerce,  5285  Port  Royal 
Road,  Springfield,  VA  22151. 

Based  on  the  available  evidence,  the 
Administrator  has  concluded  that  air¬ 
borne  lead  levels  exceeding  2  micrograms 
per  cubic  meter,  averaged  over  a  period 
of  3  months  or  longer,  are  associated  with 
a  sufficient  risk  of  adverse  physiologic 
effects  to  constitute  endangerment  of 
public  health.  Since  airborne  lead  levels 
in  many  major  urban  areas  currently 
range  from  2  to  somewhat  over  5  micro¬ 
grams,  and  since  motor  vehicles  are  the 
predominant  source  of  airborne  lead  in 
such  areas,  attainment  of  a  2 -micro¬ 
gram  level  will  require  a  60  to  65  percent 
reduction  in  lead  emissions  from  motor 
vehicles.  The  Administrator  proposes  to 


regulate  the  lead  content  of  “regular” 
and  “premium”  leaded  gasolines  by  pro¬ 
viding  for  the  reduction  of  lead  over  a 
4-year  period,  beginning  January  1, 1974. 
It  is  the  Agency’s  judgment  that  these 
reductions,  together  with  the  introduc¬ 
tion  of  one  grade  of  lead-free  gasoline, 
as  proposed  herein,  will  provide  for  the 
protection  of  health  in  major  urban  areas 
within  the  shortest  time  reasonably  pos¬ 
sible.  Copies  of  a  summary  and  analysis 
of  evidence  on  health  hazards  of  air¬ 
borne  lead,  entitled  “Health  Hazards  of 
Lead,”  are  available  from  the  Publica¬ 
tions  Section,  Environmental  Protection 
Agency,  5600  Fishers  Lane,  Room  1  SB- 
08.  Rockville,  MD  20852. 

The  Administrator  has  considered 
whether  it  would  be  more  economically 
and  technologically  feasible  to  provide 
for  the  protection  of  public  health  by 
means  of  a  new  motor  vehicle  emission 
standard  for  lead  particles  than  by 
means  of  the  proposed  reduction  of  gaso¬ 
line  lead  content.  It  is  considered  un¬ 
likely,  however,  that  new  motor  vehicles 
could  be  equipped  with  lead  emission 
control  devices  prior  to  the  1975  model 
year,  it  is  anticipated  that  new  vehicles 
will  be  equipped  with  emission  control 
systems  requiring  the  use  of  lead-free 
gasoline;  thus,  imposing  a  lead  emission 
standard  would  produce  no  benefit,  in 
terms  of  lead  emissions.  Furthermore, 
the  Administrator  does  not  have  author¬ 
ity  to  prescribe  a  lead  emission  standard 
applicable  to  other-than-new  vehicles. 
Accordingly,  the  Administrator  has  de¬ 
termined  that  providing  for  the  protec¬ 
tion  of  public  health  by  means  of  a  new 
motor  vehicle  emission  standard  for  lead 
is  not  feasible. 

The  Administrator  finds  that  prohibi¬ 
tion  of  the  use  of  lead  additives  and 
phosphorus-containing  additives  and 
the  reduction  of  gasoline  lead  content 
will  not  cause  the  use  of  any  other  fuel 
or  fuel  additive  that  will  produce  emis¬ 
sions  which  will  endanger  the  public 
health  or  welfare  to  the  same  or  greater 
degree.  The  bases  for  this  finding  are 
set  forth  in  a  paper  entitled  “Effects  of 
Reduced  Use  of  Lead  in  Gasoline  on  Ve¬ 
hicle  Emissions  and  Photochemical  Re¬ 
activity,”  copies  of  which  are  available 
from  the  Publications  Section,  Environ¬ 
mental  Protection  Agency,  5600  Fishers 
Lane,  Room  18B-08,  Rockville,  MD 
20852. 

The  Administrator  is  also  considering 
the  need  for  limiting  the  sulfur  content 
of  gasoline  because  sulfur  may  have  an 
adverse  effect  on  the  performance  of  cat¬ 
alytic  emission  control  systems.  Accord¬ 
ingly,  the  Administrator  invites  com¬ 
ments  concerning  the  effect  of  various 
levels  of  sulfur  concentrations  in  lead- 
free  and  phosphorus-free  gasoline  on 
such  emission  control  systems;  the  max¬ 
imum  level  of  sulfur  which  can  be  toler¬ 
ated  if  the  catalyst  is  to  function  prop¬ 
erly;  the  impact  of  a  sulfur  limitation 
on  the  petroleum  industry;  and  the 
impact  of  a  sulfur  limitation  on  motor 
vehicle  performance  and  the  cost  of  gas¬ 
oline  to  the  consumer. 

The  Administrator  specifically  invites 
all  interested  parties  to  submit  infor¬ 
mation  reflecting  their  interpretation  of 


the  significance  of  airborne  lead  as  a 
health  hazard.  Additionally,  comments 
are  requested  on  the  regulatory  approach 
proposed  herein  and  on  possible  alterna¬ 
tives  which  would  achieve  the  same  re¬ 
sult.  Comments  on  any  such  alternative 
should  be  accompanied  by  information 
on  its  cost-benefits  and  other  effects. 

Among  other  things,  these  regulations 
set  forth  certain  labeling  requirements 
applicable  to  gasoline  retailers.  It  is  the 
Administrator's  intent  to  coordinate  such 
requirements  with  the  Federal  Trade 
Commission. 

Interested  persons  may  submit  writ¬ 
ten  comments  on  the  proposed  regula¬ 
tions.  in  triplicate,  to  the  Deputy  Assist¬ 
ant  Administrator  for  Air  Programs,  En¬ 
vironmental  Protection  Agency,  5600 
Fishers  Lane,  Room  17-59,  Rockville, 
MD  20852.  All  relevant  comments  post¬ 
marked  not  later  than  90  days  after  pub¬ 
lication  of  this  notice  will  be  considered. 
Comments  received  will  be  available  for 
public  inspection  during  normal  working 
hours  (8  a.m.  to  4:30  p.m.)  at  the  Office 
of  Public  Affairs,  Waterside  Mall,  401  M 
Street  SW.,  Room  3241,  Washington,  DC 
20460. 

The  Act  provides  that  if  a  manufac¬ 
turer  of  motor  vehicles,  motor  vehicle 
engines,  fuels,  or  fuel  additives  submits  a 
written  request  for  a  public  hearing  to 
the  Administrator  within  10  days  of  the 
publication  of  this  notice,  the  Admin¬ 
istrator  will  call  a  public  hearing  and 
subsequently  will  publish  findings  with 
respect  to  the  matters  he  is  required  to 
consider  under  section  211(c)(2)(B)  of 
the  Act.  However,  because  of  the  signifi¬ 
cance  of  the  proposed  regulations,  the 
Administrator  has  decided  to  call  the 
public  hearings.  The  particulars  concern¬ 
ing  the  hearings  will  be  announced  in 
the  Federal  Register  at  a  later  date. 

This  notice  of  proposed  rule  making 
is  issued  under  the  authority  of  section 
211  of  the  Clean  Air  Act  as  amended 
(42  U.S.C.  1857f-6c,  section  9,  Public  Law 
91-604;  84  Stat.  1968). 

Dated;  February  17,  1972. 

William  D.  Ruckelshaus, 

Administrator, 

Environmental  Protection  Agency. 

A  new  Part  80  would  be  added  to 
Chapter  I,  Title  40  of  the  Code  of  Fed¬ 
eral  Regulations,  as  follows: 

PART  80— REGULATION  OF  FUELS 
AND  FUEL  ADDITIVES 

Subpart  A — General  Provisions 

Sec. 

80.1  Scope. 

80.2  Definitions. 

80.3  Test  methods. 

80.4  Right  of  entry;  tests  and  inspections. 

80.5  Penalties. 


Subpart  B— Controls  and  Prohibitions 


80.20 

Controls 

applicable 

to 

gasoline 

refiners. 

80.21 

Controls 

applicable 

to 
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distributors. 

80.22 

Controls 

applicable 
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retailers. 

80.23  Liability  for  violations. 

80.24  Controls  applicable  to  motor  vehicle 

manufacturers. 


FEDERAL  REGISTER,  VOL.  37,  NO.  36 — WEDNESDAY,  FEBRUARY  23,  1972 


PROPOSED  RULE  MAKING 


3883 


Subpart  A — General  Provisions 

§  80.1  Scope. 

This  part  prescribes  regulations  for 
the  control  and/or  prohibition  of  fuels 
and  additives  for  use  in  motor  vehicles 
and  motor  vehicle  engines.  These  regu¬ 
lations  are  based  upon  (a)  a  determina¬ 
tion  by  the  Administrator  of  the  En¬ 
vironmental  Protection  Agency  that  the 
emission  product  of  a  fuel  or  additive 
will  endanger  the  public  health  or  wel¬ 
fare,  or  will  impair  to  a  significant  de¬ 
gree  the  performance  of  a  motor  vehicle 
emission  control  device  in  general  use  or 
which  the  Administrator  finds  has  been 
developed  to  a  point  where  in  a  reason¬ 
able  time  it  would  be  in  general  use  were 
such  regulations  to  be  promulgated;  and 

(b)  certain  other  findings  specified  by 
the  Act. 

§  80.2  Definitions. 

As  used  in  this  part : 

(a)  “Act”  means  the  Clean  Air  Act, 
as  amended  (42  U.S.C.  1857  et  seq.,  as 
amended  by  the  Public  Law  91-604;  84 
Stat.  1676). 

(b)  “Administrator”  means  the  Ad¬ 
ministrator  of  the  Environmental  Pro¬ 
tection  Agency. 

(c)  “Gasoline”  means  any  fuel  sold 
for  use  in  motor  vehicles  and  motor  ve¬ 
hicle  engines,  and  commonly  or  com¬ 
mercially  known  or  sold  as  gasoline. 

(d)  “Research  octane  number”  means 
a  measurement  of  a  gasoline’s  knock 
characteristics  which  is  determined  by 
American  Society  for  Testing  and  Ma¬ 
terials  analytical  method  designated 
D-2699. 

(e)  “Lead  additive”  means  any  sub¬ 
stance  containing  lead  or  lead  com¬ 
pounds. 

(f)  “Leaded  gasoline”  means  gasoline 
which  is  produced  with  the  use  of  any 
lead  additive. 

(g)  “Lead-free"  means  containing  not 
more  than  0.05  grams  of  lead  per  gallon. 

(h)  “Phosphorus  additive”  means  any 
substance  containing  phosphorus  or 
phosphorus  compounds. 

(i)  “Phosphorus-free”  means  con¬ 
taining  no  more  than  0.01  grams  of 
phosphorus  per  gallon. 

(j)  “Retailer"  means  a  person  sell¬ 
ing,  or  offering  for  sale,  gasoline  to  the 
public. 

(k)  “Retail  outlet”  means  any  estab¬ 
lishment  at  which  gasoline  is  sold  or 
offered  for  sale  to  the  public. 

(l)  “Distributor”  means  any  person 
who  transports  or  stores  or  causes  the 
transportation  or  storage  of  gasoline  at 
any  point  betv/een  any  gasoline  refinery 
and  any  retailer  outlet. 

§  80.3  Test  methods. 

The  lead  and  phosphorus  content  of 
gasoline  shall  be  determined  in  accord¬ 
ance  with  test  methods  to  be  prescribed 
by  the  Administrator. 

§  80.4  Right  of  entry;  tests  and  inspec¬ 
tions. 

The  Administrator  or  his  authorized 
representative  upon  presentation  of  ap¬ 
propriate  credentials  shall  have  a  right 
to  enter  upon  or  through  any  gasoline 


refiner,  retail  outlet,  or  the  premises 
or  property  of  any  distributor  and  shall 
have  the  right  to  make  inspections,  take 
samples,  and  conduct  tests  to  determine 
compliance  with  this  part  and  the  Act. 

§  80.5  Penalties. 

Any  person  who  violates  these  regu¬ 
lations  shall  forfeit  and  pay  to  the  United 
States  a  civil  penalty  of  $10,000  for  each 
and  every  day  of  the  continuance  of  such 
violation,  which  shall  accrue  to  the 
United  States  and  be  recovered  in  a  civil 
suit  in  the  name  of  the  United  States, 
brought  in  the  district  where  such  per¬ 
son  has  his  principal  office  or  in  any  dis¬ 
trict  in  which  he  does  business.  The  Ad¬ 
ministrator  may,  upon  application  by  the 
person  against  whom  any  such  penalty 
has  been  assessed,  remit  or  mitigate  any 
such  forfeiture.  The  Administrator  shall 
have  authority  to  determine  the  facts 
upon  all  such  applications. 

Subpart  B — Controls  and 
Prohibitions 

§  80.20  Controls  applicable  to  gasoline 
refiners. 

(a)  No  gasoline  refiner  shall  offer  for 
sale  or  sell  any  gasoline  which  contains 
more  than — 

(1)  2.0  grams  of  lead  per  gallon,  after 
January  1,  1974; 

(2)  1.7  grams  of  lead  per  gallon,  after 
January  1, 1975; 

(3)  1.5  grams  of  lead  per  gallon,  after 
January  1,  1976; 

(4)  1.25  grams  of  lead  per  gallon,  after 
January  1,  1977. 

(b)  (1)  After  July  1,  1974,  no  gasoline 
refiner  shall  sell  or  offer  for  sale  gasoline 
of  91  Research  Octane  Number  or  less 
which  has  been  produced  with  the  use  of 
any  lead  additive  or  which  contains  more 
than  0.05  grams  of  lead  per  gallon. 

(2)  After  July  1,  1974,  no  gasoline  re¬ 
finer  shall  sell  or  offer  for  sale  gasoline 
of  91  Research  Octane  Number  or  less 
which  has  been  produced  with  the  use  of 
any  phosphorus  additive  or  which  con¬ 
tains  more  than  0.01  grams  of  phospho¬ 
rus  per  gallon. 

(c)  (1)  After  July  1,  1974,  no  gasoline 
refiner  shall  sell  or  offer  for  sale  any 
lead-free  or  phosphorus-free  gasoline 
which  has  been  dyed  any  color. 

(2)  After  July  1,  1974,  no  gasoline  re¬ 
finer  shall  sell  or  offer  for  sale  any  gaso¬ 
line  which  is  not  lead-free  and  phos¬ 
phorus-free  unless  such  gasoline  is  con¬ 
spicuously  colored. 

§  80.21  Controls  applicable  to  gasoline 
distributors. 

(a)  No  distributor  shall  sell  or  offer 
for  sale  any  gasoline  which  contains  more 
than — 

(1)  2.0  grams  of  lead  per  gallon,  after 
January  1,  1974; 

(2)  1.7  grams  of  lead  per  gallon,  after 
January  1,  1975; 

(3)  1.5  grams  of  lead  per  gallon,  after 
January  1,  1976; 

(4)  1.25  grams  of  lead  per  gallon,  after 
January  1,  1977. 

(b)  After  July  1,  1974,  no  distributor 
shall  sell  to  any  distributor  or  retailer 


any  gasoline  which  he  represents  is  lead- 
free  and  phosphorus-free  unless  such 
gasoline  is,  in  fact,  lead-free  and  phos¬ 
phorus-free. 

§  80.22  Controls  applicable  to  gasoline 
retailers. 

(a)  No  retailer  shall  sell  or  offer  for 
sale  any  gasoline  which  contains  more 
than — 

(1)  2.0  grams  of  lead  per  gallon,  after 
January  1, 1974; 

(2)  1.7  grams  of  lead  per  gallon,  after 
January  1,  1975; 

(3)  1.5  grams  of  lead  per  gallon,  after 
January  1, 1976; 

(4)  1.25  grams  of  lead  per  gallon, 
after  January  1. 1977. 

(b)  After  July  1,  1974,  no  retailer  or 
his  employee  or  agent  shall  introduce,  or 
cause  or  allow  the  introduction  of  gaso¬ 
line  which  is  not  lead-free  and  phos¬ 
phorus-free,  into  any  motor  vehicle 
which  ^  is  labeled  “lead-free,  phos¬ 
phorus-free  gas  only,”  or  which 
is  equipped  with  a  gasoline  tank  filler 
inlet  designed  for  the  introduction  of 
lead-free  and  phosphorus-free  gasoline. 

(c)  After  July  1,  1974,  every  owmer 
or  operator  of  a  retail  outlet  at  which 
200,000  or  more  gallons  of  gasoline  was 
sold  during  any  calendar  year  beginning 
with  the  year  1971  shall  offer  for  sale 
at  least  one  grade  of  lead-free  and  phos¬ 
phorus-free  gasoline  of  not  less  than  91 
Research  Octane  Number. 

(d)  After  July  1,  1974,  every  owner 
or  operator  of  six  or  more  retail  outlets 
shall  offer  for  sale  at  least  one  grade  of 
lead-free  and  phosphorus-free  gasoline 
of  not  less  than  91  Research  Octane  Num¬ 
ber  at  no  fewer  than  60  percent  of  such 
outlets. 

(e>  After  July  1,  1974,  every  retailer 
shall  prominently  and  conspicuously  dis¬ 
play,  in  the  immediate  area  of  each  gaso¬ 
line  pump,  the  following  notice: 

Federal  law  prohibits  the  Introduction  of 
any  gasoline  containing  lead  or  phosphorus 
into  any  motor  vehicle  labeled  "lead-free, 

PHOSPHORUS-FREE  GAS  ONLY." 

Such  notice  shall  be  no  smaller  than  36- 
point  bold  type,  and  shall  be  located  so 
as  to  be  readily  visible  to  the  retailer’s 
employees  and  customers. 

(f)  After  July  1,  1974,  each  retailer 
shall  affix  to  each  gasoline  pump  a  per¬ 
manent  legible  label  as  follows: 

(1)  For  gasoline  pumps  used  to  in¬ 
troduce  lead-free  and  phosphorus-free 
gasoline  into  motor  vehicles,  the  label 
shall  state:  “Lead-free  and  phosphorus- 
free  gasoline.” 

(2)  FoV  gasoline  pumps  used  to  in¬ 
troduce  gasoline  which  is  not  lead-free 
and  phosphorus-free  into  motor  vehicles, 
the  label  shall  state:  “Contains  lead  anti¬ 
knock  compounds.” 

(3)  For  gasoline  pumps  used  to  intro¬ 
duce  gasoline  which  is  lead-free  but  not 
phosphorus-free,  the  label  shall  state: 
“Contains  phosphorus  compounds.” 

Any  label  required  under  this  paragraph 
shall  be  located  so  as  to  be  readily  visible 
to  the  retailer’s  employees  and  customers. 

(g)  After  July  1,  1974,  every  owner 
or  operator  of  a  retail  outlet  shall  equip 
all  gasoline  pumps  as  follows: 
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(1)  Each  pump  from  which  gasoline 
is  sold  that  is  not  lead-free  and  phos¬ 
phorus-free  shall  be  equipped  with  a  noz¬ 
zle  spout  having  a  terminal  end  with  an 
outside  diameter  of  not  less  than  0.930 
inch  (2.362  centimeters). 

(2)  Each  pump  from  which  lead -free 
and  phosphorus-free  gasoline  is  sold 
shall  be  equipped  with  a  nozzle  spout 
which  meets  the  following  specifications: 

(1)  The  outside  diameter  of  the  ter¬ 
minal  end  shall  not  be  greater  than 
0.850  inch  (2.159  centimeters); 

Cii)  The  terminal  end  shall  have  a 
straight  section  of  at  least  3.0  inches 
(7.620  centimeters)  in  length; 

(iii)  The  retaining  spring  shall  termi¬ 
nate  4.0  inches  (10.160  centimeters)  from 
the  terminal  end. 

§  80.23  Liability  for  violations. 

Liability  for  violations  of  paragraph 

(a)  or  (b)  of  §  80.22  shall  be  determined 
as  follows: 

(a)  (1)  Where  the  corporate,  trade,  or 
brand  name  of  a  gasoline  refiner  or  any 
of  its  marketing  subsidiaries  appears  on 
the  pump  or  is  displayed  at  the  retail 
outlet  from  which  the  gasoline  was  sold, 
the  retailer  and  such  gasoline  refiner 
shall  be  jointly  liable. 

(2)  'Where  the  corporate,  trade,  or 
brand  name  of  a  gasoline  refiner  or  any 
of  its  marketing  subsidiaries  does  not  ap¬ 
pear  on  the  pump  or  is  not  displayed  at 
the  retail  outlet  from  which  the  gasoline 
was  sold,  the  retailer  and  any  distributor 
who  sold  the  retailer  gasoline  contained 


in  the  retail  outlet  storage  tank  which 
supplied  that  pump  at  the  time  of  viola¬ 
tion  shall  be  jointly  liable. 

(b)  (1)  In  any  case  in  which  a  retailer 
and  any  gasoline  refiner  or  distributor 
would  be  jointly  liable  under  paragraph 
(a)(1)  of  this  section  the  retailer  shall 
not  be  liable  if  the  retailer  can  demon¬ 
strate  that  the  violation  was  not  caused 
by  him  or  his  employee  or  agent. 

(2)  In  any  case  in  which  a  gasoline 
refiner  is  found  liable  under  paragraph 
(a)  (1)  of  this  section,  such  refiner  shall 
be  strictly  liable  except  as  provided  in 
paragraph  (c)  of  this  section. 

(3)  In  any  case  under  paragraph  (a) 
(2)  of  this  section  in  which  two  or  more 
distributors  have  sold  the  retailer  gaso¬ 
line  contained  in  the  retail  outlet  storage 
tank  which  supplied  the  pump  from 
which  the  gasoline  was  sold,  any  of  such 
distributors  who  can  demonstrate  that 
the  violation  was  not  caused  by  him  or 
his  employee  or  agent  shall  not  be  liable. 

(c)  In  any  case  in  which  a  retailer  or 
his  employee  or  agent  introduced  gaso¬ 
line  which  is  not  lead-free  and  phos¬ 
phorus-free,  from  a  pump  from  which 
leaded  gasoline  is  sold,  into  a  motor  vehi¬ 
cle  which  is  equipped  with  a  gasoline 
tank  filler  inlet  designed  for  the  intro¬ 
duction  of  lead-free  and  phosphorus- 
free  gasoline,  only  the  retailer  shall  be 
liable. 

§  80.24  Controls  applicable  to  motor 
vehicle  manufacturers. 

The  manufacturer  of  any  motor  vehi¬ 
cle  equipped  with  an  emission  control 


device  which  the  Administrator  has  de¬ 
termined  would  be  significantly  impaired 
by  the  use  of  gasoline  which  is  not  lead- 
free  and  phosphorus-free  shall: 

(a)  Affix  two  permanent,  legible  labels 
reading  “lead-free,  phosphorus-free 
gas  only"  to  such  vehicle  at  the  time  of 
its  manufacture,  as  follows: 

(1)  One  label  shall  be  located  on  the 
instrument  panel  so  as  to  be  readily  visi¬ 
ble  to  the  operator  of  the  vehicle:  Pro¬ 
vided,  however.  That  the  required 
statement  may  be  incorporated  into  the 
design  of  the  instrument  panel  rather 
than  provided  on  a  separate  label;  and 

(2)  One  label  shall  be  located  immedi¬ 
ately  adjacent  to  the  gasoline  tank  filler 
inlet,  outside  of  any  filler  inlet  compart¬ 
ment.  and  shall  be  located  so  as  to  be 
readily  visible  to  any  person  introducing 
gasoline  to  such  filler  inlet. 

Such  labels  shall  be  in  the  English  lan¬ 
guage  in  block  letters  which  shall  be  of 
a  color  that  contrasts  with  their 
background. 

(b)  Manufacture  such  vehicle  with  a 
gasoline  tank  filler  inlet  having  a  restric¬ 
tion  with  an  inside  diameter  not  greater 
than  0.900  inches  (2.286  centimeters), 
which  prevents  the  insertion  of  a  nozzle 
with  a  spout  larger  than  prescribed  in 
8  80.22(g)  (2)  (i).  Such  filler  inlet  shall 
be  designed  so  as  to  immediately  acti¬ 
vate  any  automatic  shutoff  device  on  any 
nozzle  subject  to  §  80.22(g)  (i)  when  the 
introduction  of  gasoline  into  such  filler 
inlet  from  such  a  nozzle  is  attempted. 
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